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[Abstract:] Writes his disappointment at our report of assay of bullion &c. ... 


Spencer W. Greene, 

Importer of Diamonds and Precious Stones, Fine Watches. 
Rochester, N.Y. 

November 12, 1895 


Supt. U.S. Mint 
Phila. Pa. 


Dear Sir:- 


The enclosed “means of Bullion”, with the coin as stated, is received a while I have had 
no fault to find with the returns from any of the former lots sent you. I must say I am 
disappointed in this one, as I had calculated upon about $155 - and my former calculations were 
very correct. 


I do not wish to criticize your methods of ascertaining values, or the honesty of anyone 
but poor human nature does still make mistakes, as you will notice by the fact that this 
memorandum has not been certified to. If it is yet possible please make an examination into this 
matter, and greatly oblige. 


Yours truly 
S.W. Greene 


[Enclosed note: ] 


Mint of the United States at Philadelphia, Pa. 
Superintendent’s Office, 
, 188_. 


Have examined this deposit and re-assayed same. Assay is correct as reported. 


J.B. Eckfeldt 
Assayer 


